From: 

Sent: 

To: 

Subject: 

Thanks! 

Linda 

Linda Han, MD, MPH 
Director, Bureau of Laboratory Sciences 
William A. Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
(617) 983-4362 (phone) 

(617) 983-6211 (fax) 
www.mass.qov/dph/bls 


Han, Linda (DPH) 

Monday, April 02, 2012 1:00 PM 
O'Brien, Elisabeth (DPH) 

can you call me please when you get a chance? 
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